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• CONFIDENTIAL Q 


SD&DS-A-5M- 
8 February 1971 


united states intelligence board 

INTELLIGENCE INFORMATION HANDLING COMMITTEE 
System Design and Development Subcommittee 

AGENDA 

Meeting Wednes day, 17 February 1971 
Room 7D64. CTA Hgs , 1330 Hours 
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I. Approval of Minutes. 

2 * RgP° rt from Chairman on Briefing Given to IHC by 


Short Report by Chairman, Ad Hoc Panel on Air Movements 
Report by Chairman, Standards Panel. 
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Distribution List 

SD&DS Members 
IHC Members 

Chairmen, E&TS, R&DS, CSS 
IGCP Ad Hoc Panels 
Standards Panel 


executive Secretary 


GROUP 1 

Excluded from automatic 
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